Kalam's Call To The Nation

12. TECHNOLOGY FOR SERVICE, ECONOMY
AND PROSPERITY
Only 30% of Indians living in cities and urban areas are enjoying the
facilities of sophisticated hospitals and health care centres. Quality Healthcare
should be made affordable to the poor and the rural masses. This was the
message Dr. Kaiam gave to those responsible for the nation's medical system.
Dr. Kalam is the first person to speak about marrying the IT prowess of
India with its medical expertise to break out of the crucial bottleneck in the
delivery of quality medicare in smaller towns and villages. Technology, which
is universal by nature should not only make missiles but also help mentally
and physically challenged people. A merger of multiple technologies is a
must to redress the ills of the people.
Here are a few inventions made by Dr. Kalam and his associates.
1.      Dr. Prasad, an orthopaedic surgeon from Nizam's Institute of Medical
Sciences, was surprised when he saw the lightweight carbon-carbon
(used in the preparation of missiles) in Dr. Kalam's laboratory. He
asked Dr. Kalam to alleviate the pain of little children, from heavy
metallic calipers, which weighed over 3 kilograms. In a very short span
Dr. Kalam provided these little children with Floor Reaction Orthosis
300 gram calipers.
2.      Renowned cardiologist, Dr.Somaraju and Dr.Kalam together made the
cath-lab available for Rs.50 lakh which previously would cost 2 crores.
3.      Dr. Kalam, along with Dr. Soma Raju, developed Kalam- Raju stent.
The price of which around Rs. 25,000 as imported ones (around Rs.
60,000), and is much in demand.  It is a boon to the poor and the
middle class heart patients. The invention of this stent has reduced the
need for emergency bypass surgeries in patients with constricted heart-
vessels.
____________Use technology for the service of mankind.____________
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